The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
pepartment of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain,^ 02130 

Bureau of Laboratory Sciences 

TIMOTHY P. MURRAY 
LIEUTENANTGOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


07-27-11 


Dear ADA Costello: 

Enclosed is the discovery packet for Commonwealth V. Enclosed are 

copies of the follovying information: 

1 . The Drug Laboratory f?eceipt 

2. The Drug Laboratory Control Card 

3. The Drug Powder Analysis Form 

4. The GC/MS Confirmatory Data 

I was the primary chemist for this case. Annie Dookhan was the confirmatory chemist. If you 
would like to discuss this case, please feel free to call me directly at the number below. 



Peter Piro 

GC/MS Laboratory Supervisor I 
Department of Public Health 
Hinton State Laboratory Institute 
Forensic Drug Laboratory, Rm 361 
305 South Street 
Jamaica Plain, Ma 02130 
617-983-6634 
Peter.Pjro@state.ma.us 



DEVALL. PATRICK 
GOVERNOR 
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No. ^ Date Analyzed: 0 ‘A'-os-v\ 

City: Boston D.C.U. Police Dept. 

Officer: P.O. SYBIL WHIT E 


Amount: 

No. Cont; 30 Cont: pb 

Date Rec'd: 01/18/2011 
Gross Wt: 16.42 l/^i^ 


Subst: SUB 


No. Analyzed: v 
Net Weight: S’) I ? ^^ 


Preiim: 


Findings: H-eno'v^ 

3-)Vl\ 


i 


I 
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PHYSICAL DESCRIPTION; 


r 






Gross VVt 
Gross Wt ( ): 





Pkg. Wt: 


NetWt: 




PRELIMINARY TESTS 
Spot Tests 


Cobalt 

Thiocyanate 



Marquis 


Froahde's 


Mecke's 


Mlcrocrvstalllne Tests 


Gold 

Chloride 


TLTA 


OTHER TESTS 


PRELIMINARY TEST RESULTS 


RESULTS 


DATE 


aJ 

fw^/ 


GC/MS CONFIRMATORY TEST 


RESULTS, 

MS 

OPERATOR, 
DATE 


'U01\l 


Revised 7/2005 
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Sample #: 


# samples tested: 


# 

Gross 

Weight 

Packet Weight 

^Nel.y-y\ 
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# 

-■■/Gross .• •'•■.■• 
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.■■ ///:Nel ■ : \ V' 
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Calculations: 
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Area Percent / Library Search Report 


Information from Data File ^ 

File Name : C;\msdchem\l\System7\04_02_ll\780442.D 

Operator : ASD 

Date Acquired : 4 Apr 2011 11:17 r', 

Sample Name t BLANK / -NN 

Submitted by : PJP ^ 

Vial Number : 1 v^' 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Ret. Time Area 


***N0 INTEGRATED PEAKS*** 




780442.D Tue Jul 26 14;56:55 2011 ^ Page 1 
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Area Percent /Library Search Report 


Information from Data File; 

; File Name i C:\msdchem\l\System7\04_02_ll\780443.D 

;Operator ■'.■j' .ASD ■■ ■■ 

Date Acquired : 4 Apr 2011 11:30 

Sample Name : HEROIN STD 

■•;Submitted 'by.'.-.'.;,/PJP.:-,'-.:: 

Vial 'Number.: ■ ■■43, ^ \V-. '' 

AcquisitionMeth: DRUGS.M 
; Integrator.;-; RTE 



2.00 2.50 3.00 3.50 4.00 4.50 5.00 6.50 6.00 6.50 7.0Q 7.50 8.00 8.50 9.00 9.50 


Ret Time Area Area % Ratio % 


:6 .:391 . ‘ 71788 ;^ :: 100:00 ^ 100.00 


780443,D Tue Jul 26 14:56:59 2011 


Page 1 
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Area Percent /Library Search Report 


Information from 

Data File: 



File Name : 1 

C:\msdchem\l\System7\04 02 

11\780443.D 


Operator 

:ASD .::/: . ^ 



Date Acquired : 

4 Apr 2011 11:30 



Sample Name : 

HEROIN STD 



Submitted by • 

•PJP- 



Vial Number ;; 




AcquisitionMethr 

DRUGS 



Integrator ; 

■ RTE 



Search Libraries: 

C:\Database\SLI.L : 

Minimum Quality: 

80 


C:\Database\NIST05a.L 

Quality: 

80 


C:\Database\PMW :toX2.L 



PK# RT Library/ID 

CAS# Qual 


1 6.39 C:\Database\SLI.L 

HEROIN 000561-27-3 99 



780443.D TueJul 26 14:57:00 2011 Page 2 
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Area Percent /Library Search Report •. 


Information from Data File:. A 

File Name : Cj\ msdchem\1\System?\04_02_1l\780444.D 

ASD 

A Apr •2011 ■".■11:43 ■:'■•,: 

■BLANK 

••pjp ;’:■■ 

• • • . . ■■■ ' . ■ ■ \;A.■;-■ :;v:-vr;.;::■■;/'/;•;:.■■■■ 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitipnMeth: DRUGS.M 
Integrator : RTE : ; 



Time-> 2,00 2.60 3,00 3.50 4.00 4.50 6.00 6,60 6,00 6.50 7.00 7.60 8.00 8.60 9.00 9,60 






Ret» Time 

;VA/;A'/Area, A^^ 

Area % 

Ratio % 


INTEGRATED PEAKS*** 


780444.D 


Tue Jul 26 14:57:03 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

Pile Name : C:\msdchem\l\Systein7\04_02_ll\780446.D 

Operator 

Date Acquired : 4 Apr 2011 12:08 

Sample Name : BLANK 

Submitted by :PJP 

Vial Number : 1 

AcguisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TIC: 780446.D\dala.ms 



Ret. Time Area ^ 

***N0 INTEGRATED PEAKS*** 


780446.D Tue Jul 26 14:57:24 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


: File Name \msdchem\l\System7\04_02_ll\780447 , D 

Operator ^?^SD 

Da t e Acqui red ^ i 12 ; 2 0 V 

Sample Name 
Submitted by i PJP 
Vial Number 4 7 : 

AcquisitionMeth; DRUGS,M 
IntegratorRTE 


Abundance TIC: 780447.D\data.ms 



Ret / Time Area Area % Ratio % 


6.396 1456S3S :100.00 100.00 


780447/0 Tue Jul 26 14:57:28 2011 


Page 1 
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Area Percent / Library Search Report 


Infprmatipn from 

Data File: ;v.■ 


File Hama ' ''i 

C:\msctchem\l\System7\04 02 

11\780447.D : - 

Operator : 

■ASD, . ; ^ 


Date Acquired : 

4 Apr 2011 12:20 : 


Sample Name | 



Submitted by 

PJP 


Vial Number ; 

: '47 


AcquisitipnMeth: 

DRUGS. M 


Integrator : 

■RTE 


Search Libraries 

: C;\Database\SLI.L 

Quality; 80 


C:\Database\NIST05a,L 

C: \Database\PMW_^TOX2 .L ; 

■ Minimum Quality; 80 

PK# RT : 

Library/ID 

CAS# : Qual 


l.V'':'V-6,40 V: C:\Database\SLI.L i^vV-V . 


Abundance Average of 6.343 to 6.681 min.: 780447,D\dala.ms (-) 



780447.D Jul 26 14; 57 :29, 2011 ^ ^ 2 
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Area Percent /Library Search Report 


Information from Data Filer : ’ 

File Name ; C r \msdchem\l\System7\04_Q2_ll\78Q448 , D 

Operator ASP ; 

Pate Acquired 12:33 

'Sample .-Name - 

Submitted by : PJP 

Vial Number : 48 

AcquisitionMeth: DRUGS.M ; 

Integrator.-,- . 



Tjme-> 2,00 2.50 3.00 3.50 4.Q0 4.50 5.00 5.50 6.00 6.a0 7.00 7.50 8,00 8*50 9.00 9.50 



Ret. Time : 

Area 

Area % 

Ratio % 

6.396 

1481365 

100/00 

100.00 


780448. D.. Tue.Jul 26 14:57:32 2011 Page I- 
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Area Percent /Library Search Report 


Information from Data File; — 

File Name 

Operator. : ■ : ■ ■ V:':^ ^-aSD,/ V V;- 

Date Acquired ; 4 Apr 2 011 12 r 33 

Sample.:Name '- .^. v;: i 

Submitted by- '.PJP ■ y,'; 

Vial .-Number : - ;' :4 8 •■ 

Acquis!tionMeth: /.DRUGS ;M .\/y' .vy-^ 
Integrator ■ ' /■ '•• :;: .v'RTE.; ' ■■V-'/ /'/:'-;:^ - ^ 


Search Libraries: :C;\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L . Quality: 80 

■;';/V/y/Z/VvC:\Database\PMW^ 

; /PK#. RT : / ' Library CAS#^^^^ 


S . ^0 : ■ C: \DatabaSe\SLI >'L 



m/z-> 40 60 80 100 120 140 160.180 200 220 240 260 280 300 320 340 360 
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Area Percent / Library Search Report 


Information from Data File: 

: File Name ; C:\msdchem\l\System7\04_02___ll\780449.D 

•Operator -ASD 

: Date Acquired ^ :46 

: Sample Name 
\ Submitted .by ' ; :'i ..PJP 
vial .'Number : A9 ■ 

: AcquisitionMeth: DRUGS.M 
i Integrator . ■ i:.'.RTF 



6.3 91 ':::[--yyr: 9SQSSS ; . loo.oo : . 100.00 


780449.D Tue Jul 26 14;57;37 2011 Page 1 
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Area Percent / ijibrary Search Report 


Information from Data Pile: 

File Name : C:\msdchem\l\System7\04_02_ll\78Q449.D 

Operator ;';.'r;.;'ASD ' 

Date Acquired : _4^pr_201^ 12 :46 

Sample :Name 

Submitted by^/PJP. ■' 

Vial,-Number v. A9 
AcquisitionMeth: DRUGS.M 
Int.egrator -V. -RTE, 


Search Libraries: C: \Database\SLI.L Quality: 80 

C: \Database\NISTOSa/L Quality: 80 

\Database\PMWJipx2 .L :y; y^yy-\^.::::;yi;y yV:'y^yy 

■ PK# yPT ; 'vLibrary/ID/y :■■ ^y; v.\yy^:y y.':y y:-y::y;vy:yy^ V: \ ;,y,:;;- ygual 

^::':l-:'-V'-V^6.39.,':'-/^C:\Database\SLi;L 

X'x: ;y/HEROIN iV^y;'. ^^ y; v■Vv^v^':'/-00.0,561-27-3.99.v; 


Abundance Average of 6.348 to 6.518 min.: 780449.D\data.ms (■) 
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Area Percent / Library Search Report 


Information from X>ata File 
File Name 

Operator ';' ; •^,\: -VASD,'v'; v•:^:: 

Date Acquired : 4 Apr 2011 12:58 

Sample Name r BLANK^^^ ; • ^ 

•Submitted hy i VJ? 

:Vial, 'Number.- ■ •'1 ; 

AcquisitipnMeth; .' DRUGS . M ■ ^\': 
Integrator ’ ' ■ - ;:RTE '- 



Ret . Time % 

***NO INTEGRATED PEAKS*** 




Page 1 
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Area Percent /Library Search Report 


Information from Data File: 

File Name C:\msclchem\l\System7\q4_O2_ll\780451.D 

Operator :ASD " ■ 

Date Acquired : 

Sample Name : 

Submitted by : PJP 

Vial Number : 51 

AcquisitionMeth: DRUGS.M 
Integrator ? RTE 



Time-> 2,00 2.50 3.00 3.50 4.00 4.60 6.00 5.60 6.00 6.60 7.00 7.60 8.00 8.60 9.00 9.60 


Area Area % Ratio % 
6.391 893175 100,00^. :1 


Ret. Time 


780451.D 26 14 :57 :45 2011 
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Area Percent / Library Search Report 


Information from jpata File: ^ 

File Name i C;\msdchem\l\System7\04_02_ll\780451,D 

Operator ; ASD 

Date Acquired : 13:11 

Sample Name : 

Submitted by : PJP 

Vial Number ; 51 

AcquisitionMeth: DRUGS.M 
Integra tor ^ ^ 


Search Libraries; C:\Da tabase\SLI,L Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

: : C:\Database\PMW_TOX2,L : 


PK# RT Library/ID 


CAS# Qual 


1 6.39 C;\Database\SLI,L 

.. HEROIN .000561-27-3 99 
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Area Percent / l^ibrary Search Report 


Information from Data File:. 

File Name 02 ll\780452,0 

' ASD/-'- - 
A -Apr -'2011 13 ; 23 .■■.■■■■: 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth: DRUGS.M 
Integrator : RTE 



At)uncfance 
;: 600000 

: 400000 

. . 200000 


TIC; 780452.DWata.ms 
6i91 


Q ^rj 1 M i } t i ; ryr ; > ^-^■- r -■r-T-7- Y -1--r-T^T^ yx ^r-T■T- y ^^^^ i t tT ^ i t t i ^ ji i | t t ji t | 



Ret. Time 

Area 

Area % : 

: Ratio % 

6.391 

966942 

100.0.0 . 

Vioo ;oo . 


780452.Tue Jul 26 14; 57:50 2011 Page 1 
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Area Percent /Library Search Report 


Information from 

■Data .'File j. • 


File Name / ; ;; 

C:\msdchem\l\System7\04 02 

_11\780452.0 

Operator / :s 

ASD 


Date Acquired : 

4 Apr 2011 13:23 


Sample Name : 

■ 


Submitted by r 

: pjp 


Vial Number : 

::-52 ■ •. 


AcquisitionMe th: 

DRUGS,M 


Integrator : 

,RTE . . : . 


Search Libraries 

: C:\Database\SLI.L 

: Minimum Quality:.. 80 


C:\Database\NIST05a.L 
:C:\Database\PMW_TOX2.L 

•Minimum Quality: 80 

PK# RT Library/ID 

CAS# Qual 


1 6.39 C:\Database\SLI.L 

HEROIN 000561-27-3 99 


Abundance Average of 6.343 to 6.634 min.; 780452.D\data.ms (-} 




780452,0 ^ ^ Page 2 
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Area Percent / Ijibrary Search Repprt 


Information from Data File: 



780453.D Jul 26 14:57:54 2011 Page 1 
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Area Percent /Library Search Report 


Information from Data File; 


File Name ; 
Operator; j 
D ate Acquired ; 
Sample Name ; 
Submi11ed by ; 
vial Number : 
AcquisitionMe th; 
Integrator ■ / > 


C;\msdchem\l\System7\04 
4 Aor 2011 13 ; 36 


PJP 

53 

DRUGS.M 
RTE 


11\780453.D 


Search Libraries; C;\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L 

v/v/^ ■-/v ; 

PK# RT Library/ID ^ : 


1 6.39 :C;\Datafoase\SLI.L 

^ 000561”27~3 . : 99 


Abundance Averageof 6.348 to 6.512 min.: 780453.DVdata.ms {-) 




780453.D; Tue Jul 26 14:57:55 2011 Page 2 
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Area Percent /Library Search Report 


Information from Data File: 

File Name ; Cj \«^sdchem\l\System7\04__02__ll\78p454 ,D 

Operator ■ ■ : ASD V'^ 

Date Acquired ; 4 Apr 2011 13:49 

Sample Name : BLANK 

Submitted by ; PJP 

Vial Number , .1 , 

AcquiaitionMeth: DRUGS.M 
Integrator V - .'RTE 



Ret, Time / V ;; Area \ 'Area / Ratio % 


***NO INTEGRATED PEAKS*** 


78p454, D i 26 14 : 57 : 59 2011 
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Area Percent /Library Search Report 


Information from Data File j \ 

File Name 

OperatorV- yASD ■ •'.’ ■■.' ■:^-''-''' 

Date Acquired : 4 Apr 2911 14:52 

Sample Name 
Submitted/by 

Vial,-Number/.■■:';'//■: V"v'/'I 

AgquisitionMeth; DRUGS.M 
Integrator :;RTE 



0 T-r-r-ri i | i i i » | ri-o~p^ , j , , , , j , , , i j i v v . | . i . i ^ . f , • « • r « . < . » i i ] > < ■ i j r r i i ? < t i i < > r i . ) r"T"TT- 

Time-> ; ,2,00 2,50 3.00 3,50, 4.00 4.60 5.0 0 5.5 0 6,00. 6,M_7.00 ,7,60 8.00 8.50 9,00 9.50 


Ret.Time Area Area % Ratio % 



***NO INTEGRATED PEAKS*** 


780459 .D, Tue Jul 26 >14.: 58 : 09 .2011 ; Page 1 
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Area Percent / Library Search Report ^ 


Information from pata Filej 

File Name ^ r C: \msdchem\ 1 \Sys tern? \ 04__Q 2__11\780460.D 

Operator.: ^ :- - lASD ,■’'•■ 

Date Acquired ; 4 Apr 2011 15:04 

Sample Name j HEROIN STD ^ ^ 

Submitted/by '.V;: 

Vial/Number /:;'.4 

AcquisitionMeth: DRUGS,M 
Integrator-N •;• •//-;; RTE 



_ 2.00 2.50 3.00 3,50 4.00 4.50 5.QQ 5.50 6.00 6.50 7,00 7.50 8,00 8,50 9,00 8.50 


Ret. Time . : ■ 

Area 

Area % 

Ratio.% 

6.391 . ; 

845679 

100.00. 

100.00 ... 


780460.D 26 14:58:12 2011 Page 1. 
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Area Percent /Library Search Report 


Information from Data File: 

File Name 

Operator : ASD 

Date Acquired ; 4 Apr 20X1 15; 04 ^ ^ ^ ^ 

Sample Name : HEROIN Std 

Submitted by : 

vial Number : 43 

AcquisitionMeth; DRUGS.M 

Integrator : RTE 


Search Libraries; C:\Database;\SLI.L Minimum Quality: 80 

; C:\Database\NIST05a.L Vi i Minimum Quality: 80 

; i:/; Vi;',///;/: ■v:/C;ADatabase\PMWjrpX2 .;l i,:;i''; :i;i v^-Vii VV 

: PKj* RT : : Library/ID CAS# Qual 


IV>:V:-6.3 9 / VC:\Database\SLI;L v i-V^VV^iV/v^ ^ 

:';HEROIN;. Vi^^iV,/ : V'iV iV^V vVVV-^/:V;viV V"'• ^vV0p0561-p7-3 ;:;Vi,99 


Abundance Averageof 6.348 to 6.660 min.: 780460,D\dala.ms t) 

.i/Vi;;:::/: 



; 80 :100 120 14 0 160 180 2 00 220 .240 260 280 3 00 3 20 340 360 


:780460.p : /:i Jul : 26 14: :58;14 i 2.011 / i ■ y;: 



Folk OIG PRR 049513 























Area Percent /Library Search Report 


Information from Data Pile: 

File Name : C: \ma<3chem\ 1 \System?\04_02_11\780461,D 

:Operator.-V' V;'; ;-ASD/:’' 

Date Acquired : 4 Apr 2011 15:17 

Sample Name : r BLANK ; ^ ^ ^ ^ 

Submitted/.by.: ', ' ^ 

Vial .;Number.-.:\;;;':,:-';-2 
AcquisitionMeth: DRUGS.M 
Integrator,/U-RTE 


Abundance 

2000 


TfC: 760461D\data.ms 



'T'T r T 7'T ] T'T 

nrtme-> 2.00 2.50 3.00 3.50 

T-rj-T-T-T rj-T-T 

4.00 4.50 

■T~i “1 T T T'T|~r T T ^ pr rr'Tn 

5.00 5.50 6.00 6.50 

~T'T 1 r T T T" 1 r T T ^ 1 1 T T T 1 r T T T [ r T T T y ? r T T ■ ■ 

7.00 7.60 8.00 8.60 9.00 9.50 ; 


Ret, Time 

Area 

Area % 

Ratio % 


* * *NO INTEGRATED PEAKS * * * 


780461..D. . . .. . . Tue Jul 26 14 :58:ia. 2011 . Page T 
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